Garman, Joe 


From: Garman, Joe 

Sent: Monday, October 27, 1997 10:07 AM 

To: Cailicutt, Charlene; Chambers, Liz; Hendrick, Carolyn; Hughes, Kathie; Lightner, Judith; Johnson, 

Doris; Hicks-White, Gloria; Mokarry, Wade; Podraza, Ken; Strang, Brenda; Tobey, Becky; 
Connell, Chris; Hughes, Sandra; Boswell, Cindy 
Cc: Handy, Betty; Hsu, Frank; Whidby, Jerry 

Subject: Revised Work Instruction for Massachusetts Testing 


Attached is the most recent version, dated 10/27/97, of the Work Instruction for analysis of Massachusetts 
Compliance samples. Changes to 10/24 version are: 

• Change of EVENT test to MA-EVENT. 

• pH test changed from 1 cigt/port X 5 replicates to 2 cigt/port X 3 repls. 

• Carton labels included in ARD's Nic-FIr samples. 

• Handcopy of nicotine GC chromatograms to be printed. 

• All raw data or copy of raw data sheets are to gived to me to retain. 
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Source: https://www.industrydocuments.ucsf.edu/docs/pfwl0001 




